The  First  Reformed  Protestant  Dutch  Church  of  Piermont, 

N.  Y.  Inc.,  rebuilt  in  1946  after  a  fire  which  completely 
destroyed  the  edifice  in  August,  1944.    The  original  church 

was  founded  in  1  839. 

Photograph  by  Dr.  Arthur  W.  Tallman 
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